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DATE DISTR. 15 Fsb, 1955 


SUBJECT 1 * Moravostav, National Enterprise, in Prerov NO. OF PAGES 5 

2. Alleged Explosive Factory in Slavicin-Mladotice 

3. Alleged Explosive s Factory in U hersky Brod 

DATE OF INFORMATION REFERENCES: 


PLACE ACQUIRED 
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THIS IS UNEVALUATED INFORMATION 


1 . 


MoravoBtav. National Enterprise. Prerov 


Moravoatav was a national enterprise engaged exclusively in 
the construction of military installations. Its executives were 
army officers* and it employed seme army personnel* as well as 
civilian architects and clerks. 


'n 1 
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2 . 


3. 


4. 


[Mora vostav office building 


some high-ranking army officers. Approxi- 
roately five were field-grade and about three were company-grade . 

over a hundred people were employed in this office. 


Members of PTP units, who were under the supervision of civilian 
foreman* did the manual labor on Moravostav projects. 


Alleged Explosives Factory in Slavicln-Mladotlce 


large buses l 


the Slavlcin-Mladotlce Deton a factory 

about six 
Each 


bringing in workers. 

bus carried an estimated 70 passe ngers . S\~ 


explosives* 


sketch of this area.) 


it was common knowledge that 
1 were manufa ctured at the plant. 

(See page 3 for a 
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Alleged Explosives Facfeery In Uhersky Bred 


5. 


J an ammunifcien plant. 


in Uhersky Bred (N 49-02, E 17-39 J . 


was located 


this location might have been only a storage paint for 
explosives. The buildings were ef the same architecture as private 
dwellings in the neighborhood, but this similarity te the surround - 
iag area might have served as a good camou- 

flage far the factery. (See page 5 for a sketch of the area.) 


6. I personnel at the Uhersky Bred railroad station Who 

might possibly have belonged to an interior guard unit (VS - Vnltrni 
straz) guarding the alleged factory* 


L£gond 




1. Bunker i 


Oblong— shaped cement struct ure, approximately it 
m. above ground, 15 x 6 m. I 


2, Unidentified 
building: 


3. Fence: 


4. Unidentified 
barracks: 


5 • Unidentified 
military 
installation: 


One tw o-story brlek building* approximately ; So m. 
!©®s» I $ due te fact that 

the buiioing was in a weeded area. 

I — . . . ... . ^ —more buildings were located in the 

weeded area. only a sign "DETON A" ever 

the entrance of the establishment and unidentified 
guards cheeking passes ef these entering at the gate, 
Seme guards ‘ ‘ - ■ - - 

j accompanied by degs wore seen 

patrolling the fenee area. 

The "DETPUA" area was surrounded by a mesh tire 
fonee, approximately two meters high, with four 
strands of barbed wire over the top. The fenee 
along the highway was about 60 m, long, and both 
sides of the fenee continued into the wooded area. 

Four wooden barracks, 30 x 8 m*, with tar— papered 
roofs* while travelling on the highway — i' 

some soldiers walking, individually. rrom 


— r- — : 1 nu*Ad,»i5 # 

the barrack area t oward "DETONA", 

1 . 


Four or five throe-story brick buildings, painted 
dark green, 40 x 25 m., located on a hillside. The 
entire area covered about 300 x 1 QQ m-Mf im £ jmam 
surrounded by a mesh wire fenee. 
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Legend: Alleged Explosives Factory. Uherskv Brod (See-page 5 ) 

1. The alleged explosives factory consisted of about firs three- story 


xigRE Drown stocoo DUij.qingSn iz x o m ^ wish red tile roora > 

The entire area of about 350 x 200 m. 
wire fence, approximately three meter 
resting on porcelain Insulators. Eve 
stalled which Illuminated the yard, 
wabehtowers, approximately four meter 
each tower was occupied by a guard. 

was surrounded by a mesh 
s high, topped by two wires 
ry 10 m. there werellghts in- 
Eve ry 50 m. there were wooden 
s high. 1 1 



3* In the yard there were about four wooden sheds, 10 x 5 m., with tar 
paper roofs, partly underground, with about two meters above the 
ground. 

4 , An area near the wooden sheds was dug up and building material was 
stashed nearby. 
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